B-OBSBAT LOWSK ETOU) DAM

m.

(c)  Population

(d)  Roads

(i) Highways

(it) District Roads

(in) Village Roads

(e)  Railway Lines

(/) Temples, Mosques, etc.

(g) Graves, etc.

(A) Trees, gardens, pastures,

Houses, wells, etc.
(i) Bridges

(3)  Compensation  paid   under  each

category of item (2)

(4)  Method of compensating for land

of dispossessed landholders

V. AUXILIARY WORKS

(1)  Surplussing works

(2)  Outlet works

(3)  Scouring works

(4)  Inspection facilities

(5)  Fish-pass

(6)  Means for dissipating energy below
the spillway

One open spillway, 100 feet in length
an 1 having a discharging capacity
of 877 CU3.C3.

Six fret six inches diameter pipe at
the head works of the Py kaia Hydro-
Ekctric Scheme

One pipe 18 inches diameter

VI POWSP* HOUSE

(1) Hydraulic head

Maximum gross head of 5 numbers
generating units- 3?074 feet

(2)  Name and address of   Licensee   Tho Superintending Engineer, Pykara

with managing agents (if any)

(3)  Generating units

(a) Type
(6) Number

Electricity System, Coimbatore
Hyriro

"wheel

5

(c) Capacity
Firm

48,430 EVA

(4)  Voltage
(5)  Number of pfeisss and frequency, 3PLA.O,*50cy,andoneofl
A.C, or D.C.,                                         50. cy.
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